Notice No.3 


Rules and Regulations for the 
Classification of Special Service Craft, 


July 2021 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior Notices. 
Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: November 2021 


: IACS/IMO implementation 
Amendments to Effective date (if applicable) 
Part 16, Chapter 2, Sections 12 & 20 Corrigenda N/A 


[2 Lloyd's 


Register 


Part 16, Chapter 2 
Electrical Engineering 


r Section 12 
Batteries 


12.1 General 


12.1.4 The following Sections apply to lead acid, nickel cadmium and lithium cell chemistries. Where other chemistries are to be used, 


the LR ShipRight Procedure Assessment of Risk Based Designs ShipRight Procedure Risk Based Certification (RBC)is to be followed. 


All instances of Risk Based Designs have been replaced with Risk Based Certification (RBC) throughout this Ruleset. 


7 Section 20 
Cargo craft, patrol and pilot craft, workboats and other similar craft of less than 500 
tons gross tonnage for operation in Service Groups 1 to 3, and yachts less than 500 gt 


20.11 Cables 


20.11.2 Where the emergency services referenced in Sectton 444 Pt 16, Ch 2, 1.16 Operation under fire conditions are fitted, their 
cables are required to be in accordance with Pt16-Ch 2,414 Labels_signs-and netices L142 Pt 16, Ch 2, 1.16 Operation under fire 


conditions. 
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